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ICRS-D-40/ 25 
16 November 1967 


MEMORANDUM FOR: Imagery Collection Requirements Subcommittee 
SUBJECT : Revised List of Domestic Targets for KH-4 

1. Attached is a list of targets containing the names of 27 installations 
in the United States and its territories for which KH-4 satellite photography 

is desired. This list supersedes PWG-D-40/22 of 28 April 1967, 

2, It is understood that coverage sufficient to satisfy requirements 
will be obtained during "engineering" passes and will not entail sacrifice 
of point and area requirements approved by USIB. 
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Attachment: 

As stated above 
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DOMESTIC TARGETS FOR kh-4 
Name 

Ellsworth Air Force Base 
Offutt Air Force Base 
Fortes Air Force Base 
Thiokol Company 
Fort Hood 
Fort Bragg 
Fort Riley 

Barksdale Air Force Base 
Patrick Air Force Base 
Rio Grande Hurricane Damaged Area 
Nevada -- Area Enclosed by: 


25X1 A 


Coordinates 


444800N - 1032500W 
413000N - 09618OOW 
38590ON - 09603OOW 
4l4200N - 1122700W 
311000N - 097^700W 

350000N - 0790000W 

390730N - 0964800W 

323000N - 093390° w 

281500N - 0803700^ 

261500N - 0974500W 

420000N - 1150000W 
400000N - 1150000W 
400000N - 1140000W 
390000N - 1140000W 

390000N - 11950° 0W 
400000N - 1195000W 
400000N - 1190000W 

413000N - 1190000W 
413000N - 1163000W 
420000N - II63OOOW 


Seward Peninsula, Alaska -- Area 
Enclosed "by: 


- 1 - 


663800N - 1633000W 

66 iooon - 163300 °^ 
661000N - 1620000W 
652500N - 1620000W 
652500 N - 1633000 W 
642500N - 1633000W 
642500N - 1660000W 
654000N - 1683000W 
663800N - 1650000W 
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Name 

Coordinates 

Lake Michigan- Lake Erie -- Area Enclosed by: 

414500N - 0873500W 

415000N - 0831000W 

411000N - O83IOOOW 
395000N - 0872500W 

Cape Kennedy 

282800N - 0803400W 

Savannah River AE Installation 

331500N - 0813800W 

Oak Ridge AE Installation 

360000N - o84i6oow 

Pantex Plant 

352200N - 1013800W 

Control Tower, Johnston Island 

164402N - 1693149W 

AEC Nevada Test Site 

371400N - 116130OW 

Dugway Proving Ground 

401400N - 1124500W 

Wyandotte Chemical Corporation 

421200N - 0830900W 

Detroit Industrial Complex 

422800N - 0830200W 

Alcoa Aluminum Plant 

354700N - 0835800W 

Lunar Landscape at NASA - Houston Manned 
Spacecraft Center 

293300N - 0950600W 

Phoenix Area Geodetic Point 1 

333OOON - 1120000W 

Phoenix Area Geodetic Point 2 

332700N - 1120500W 

Phoenix Area Geodetic Point 3 

332500N - 1114900W 
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